V2020 Reservoir Committee Meeting 


Agenda 

Date: Tuesday June 19, 2018 
Time: 7:30 PM 

Location: Arlington Town Hall Annex, First floor conference room 

1. Determination of minute taker 

2. Observations from around the Res. 

3. Review of April minutes. 

4. Res Master Plan updates 

5. Summer garden plans 

6. Town Day - September 15 

7. Workday - Saturday June 23. 

8. Other 

Next Workday: TBD. 

Next Meeting: TBD 



